Ruth Bader Ginsburg Fractures Three Ribs, Trump will Replace Her 
Soon Almost Certainly 
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Description 


Just after a heavily partisan midterms & looks like Trump will be getting Justice number 3 when Ginsberg 
inevitably dies soon. Circus to come. 


#Ginsburg #SCOTUS #Kavanaugh #RoeVsWade #Senate 
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